ST.  ANTHONY'S  ROMAN  CATHOLIC  CHURCH,  .^AL  crt 

EAST  FALMOUTH,  MASS.  ^v  ^ 

Portuguese  National  Church  which  contains  ^      Mfr  -p 

famous  painting  of  Our  Lady  of  Fatima.  HUktv^vd*. 
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